AMENDMENT NO. 3 SEPTEMBER 2012 
TO 
IS 11487 : 1985 SPECIFICATION FOR SODIUM 
LAURYL ETHER SULPHATE FOR 
COSMETIC INDUSTRY 


[Page 4, Table 1, SI No. (v)] — Delete. 
[Page 4, Table 1, SI No. (viii), col 3] — Substitute ‘6.0 to 11.0’ for ‘6.0 to 8.0’. 


[Page 4, Table 1, SI No. (xiii), col 3, see also Amendment No. 2] — 
Substitute °30’ for ‘100’. 
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